NATIONAL GUARD BUREAU 

111 SOUTH GEORGE MASON DRIVE 
ARLINGTON VA 22204-1373 



Office of Information and Privacy 


OCT 0 3 2019 


Jasper Craven 
DEPT MR 49645 
411A Highland Ave. 

Somerville, MA 02144-2516 
49645-90771715@requests.muckrock.com 

Dear Requester: 

This letter is final response to your Freedom of Information Act (FOIA) request to United States 
Air Force dated February 27, 2018 for all of the Air Force’s 2017 base inspection reports located at 
the 158 th Fighter Wing Vermont Air National Guard for the Burlington International Airport. Your 
request was referred to the Air National Guard by the United States Air Force on April 24, 2018 and 
assigned case #2018-01734-F. 

A search by Vermont Air National Guard revealed 16 pages responsive to your request. Your 
request is granted in full. Enclosed are 16 pages responsive to your request. 

If you are not satisfied with this response you have the right to appeal to the Secretary of the Air 
Force within 90 days through this office, by writing to the Office of Information and Privacy 
(NGB/JA-OIP), 111 South George Mason Drive, AH2 Suite 319B, Arlington, VA 22204-1373, or 
by e-mail, V IB J OJ A maifm;. . Your appeal must be postmarked or electronically transmitted 
within 90 days of the date of this response. Your appeal should include copies of your original 
request and this response, as well as a discussion of the reasons supporting your appeal. 

For any further assistance and to discuss any aspect of your request, you have the right to contact 
the Air Force FOIA Public Liaison Officer, Ms. Anh Trinh by mail at (SAF/CIO A6XA), 1800 Air 
Force Pentagon, Washington, DC 20330-1800, by e-mail at - ij ik „ - ' 

foia A mananil or by phone at (703) 614-8500. 

Additionally, you may contact the Office of Government Information Services (OGIS) at the 
National Archives and Records Administration (NARA) to inquire about the FOIA mediation 
services they offer. The contact information for OGIS is as follows: NARA-OGIS, 8601 Adelphi 
Road-OGIS, College Park, MD 20740-6001, e-mail at = ; telephone at (202) 741-5770; 

toll free at (877) 684-6448 or by facsimile at (202) 741-5769. 


This concludes the processing of your request. If you have any questions regarding this request, 
please contact my office at (844) 573-2939 or by e-mail: V did Oi \' ■ m.ii;.!: A 

Sincerely, 

Jennifer Nikolaisen 

Chief, Office of Information and Privacy 
Freedom of Information Act/Privacy Officer 
National Guard Bureau 
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The test results in this report meet all 2003 NELAC and 2009 TNI requirements for accredited 
parameters , exceptions are noted in this report. This report may not be reproduced except in full , 
and with written approval from the laboratory. For questions please contact the Project Manager 
at the e-mail address or telephone number listed on this page. 

This report has been electronically signed and authorized by the signatory. Electronic signature is 
intended to be the legally binding equivalent of a traditionally handwritten signature 

Results relate only to the items tested and the sample(s) as received by the laboratory. 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Definitions/Glossary 


TestAmerica Job ID: 320-30423-1 


Qualifier Qualifier Description 

j Result is less than the RL but greater than or equal to the MDL and the concentration is an approximate value. 

B Compound was found in the blank and sample. 


r Y 


Abbreviation 

n 

%R 

CFL 

CNF 

DER 

Dil Fac 

DL 

DL, RA, RE, IN 

DLC 

EDL 

LOD 

LOQ 

MDA 

MDC 

MDL 

ML 

NC 

ND 

PQL 

QC 

RER 

RL 

RPD 

TEF 

TEQ 


These commonly used abbreviations may or may not be present in this report. 

Listed under the "D" column to designate that the result is reported on a dry weight basis 
Percent Recovery 
Contains Free Liquid 
Contains No Free Liquid 

Duplicate Error Ratio (normalized absolute difference) 

Dilution Factor 
Detection Limit (DoD/DOE) 

Indicates a Dilution. Re-analysis, Re-extraction, or additional Initial metals/anion analysis of the sample 
Decision Level Concentration (Radiochemistry) 

Estimated Detection Limit (Dioxin) 

Limit of Detection (DoD/DOE) 

Limit of Quantitation (DoD/DOE) 

Minimum Detectable Activity (Radiochemistry) 

Minimum Detectable Concentration (Radiochemistry) 

Method Detection Limit 
Minimum Level (Dioxin) 

Not Calculated 

Not Detected at the reporting limit (or MDL or EDL if shown) 

Practical Quantitation Limit 
Quality Control 

Relative Error Ratio (Radiochemistry) 

Reporting Limit or Requested Limit (Radiochemistry) 

Relative Percent Difference, a measure of the relative difference between two points 
Toxicity Equivalent Factor (Dioxin) 

Toxicity Equivalent Quotient (Dioxin) 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Case Narrative 


TestAmerica Job ID: 320-30423-1 



Narrative 

Receipt 

The samples were received on 8/4/2017 9:40 AM: the samples arrived in good condition, properly preserved and, where required, on ice. 
The temperature of the cooler at receipt was 0.9° C. 

LCMS 

Method(s) 537 (modified): The Isotope Dilution Analyte (IDA) recovery associated with the following sample is below the method 
recommended limit for 13C5 PFNA (460-138477-D-12-A MS). Generally, data quality is not considered affected if the IDA signal-to-noise 
ratio is greater than 10:1, which is achieved for all IDA in the sample. 

No additional analytical or quality issues were noted, other than those described above or in the Definitions/Glossary page. 


Method(s) 3535: Insufficient sample volume was available to perform a matrix spike/matrix spike duplicate (MS/MSD) associated with 
320-178144. 

No additional analytical or quality issues were noted, other than those described above or in the Definitions/Glossary page. 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Detection Summary 


TestAmerica Job ID: 320-30423-1 


n p 


i 80 


i --h Samp 


Analyte 

Perfluoroheptanoic acid (PFHpA) 
Perfluorooctanoic acid (PFOA) 
Perfluorononanoic acid (PFNA) 
Perfluorobutanesulfonic acid (PFBS) - 
RE 

Perfluorohexanesulfonic acid (PFHxS) 
- RE 

Perfluorooctanesulfonic acid (PFOS) - 
RE 

Client Sample !D: DUP 


Analyte 

Perfluoroheptanoic acid (PFFIpA) 
Perfluorooctanoic acid (PFOA) 
Perfluorononanoic acid (PFNA) 
Perfluorobutanesulfonic acid (PFBS) - 
RE 

Perfluorohexanesulfonic acid (PFHxS) 
- RE 

Perfluorooctanesulfonic acid (PFOS) - 
RE 


Result 

Qualifier 

RL 

MDL Unit 

Dil Fac D Method 

Prep Type 

8.7 


1.7 

0.69 ng/L 

1 

537 (modified) 

Total/NA 

23 

B 

1.7 

0.64 ng/L 

1 

537 (modified) 

Total/NA 

0.66 

J 

1.7 

0.56 ng/L 

1 

537 (modified) 

Total/NA 

24 


1.6 

0.73 ng/L 

1 

537 (modified) 

Total/NA 

160 


1.6 

0.70 ng/L 

1 

537 (modified) 

Total/NA 

110 


1.6 

1.0 ng/L 

1 

537 (modified) 

Total/NA 






Lab Sa 

mple ID: 3 

20-30423-2 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac D 

Method 

Prep Type 

8.7 


1.6 

0.64 ng/L 

1 

537 (modified) 

Total/NA 

24 

B 

1.6 

0.60 ng/L 

1 

537 (modified) 

Total/NA 

0.71 

J 

1 6 

0.52 ng/L 

1 

537 (modified) 

Total/NA 

24 


1.6 

0.75 ng/L 

1 

537 (modified) 

Total/NA 

170 


1.6 

0.71 ng/L 

1 

537 (modified) 

Total/NA 

110 


1.6 

1,0 ng/L 

1 

537 (modified) 

Total/NA 


This Detection Summary does not include radiochemical test results. 
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Client Sample Results 


Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


TestAmerica Job ID: 320-30423-1 

Client Sample ID, BDmr Tap 


Lata Samp-9 ID: 320-3J423-1 

.1 -"5 i i- • v ■ yy p. t p f 


■ 53 ? ■* * t - •. c: f s r ■ c?; Per fit 

i q r j 3t'c?d Hvo roc a roo n 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 



1.7 

0.69 ng/L 

08/07/17 14:29 

08/10/17 05:40 

1 


:■ i p 

1.7 

0.64 ng/L 

08/07/17 14:29 

08/10/17 05:40 

1 

p _... s<.\ j .... r ... .. . f 1 O C - 

0 GO J 

1.7 

0.56 ng/L 

08/07/17 14:29 

08/10/17 05:40 

1 

Isotope Dilution 

%Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

13C4-PFHpA 

77 

25-150 


08/07/17 14:29 

08/10/17 05:40 

1 

13C4 PFOA 

67 

25-150 


08/07/17 14:29 

08/10/17 05:40 

1 

13C5 PFNA 

36 

25-150 


08/07/17 14:29 

08/10/17 05:40 

1 

13C3-PFBS 

95 

25-150 


08/07/17 14:29 

08/10/17 05:40 

1 

Method: 537 (modified! - Perth 

i i o r i n a t e d H y d ro c a r b o; • 

is - RE 





Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

r ;• • : -Ore b .T • ' j . 

24 

1.6 

0.73 ng/L 

08/10/17 15:32 

08/15/17 13:50 

1 

D/T"' 2 . 1 . 


1.6 

0.70 ng/L 

08/10/17 15:32 

08/15/17 13:50 

1 

‘ r ' ! ! \ S) 

P i- r f! u 0 r O O c t 0-5:. i *; .< n i C a a • r i 


1.6 

1.0 ng/L 

08/10/17 15:32 

08/15/17 13:50 

1 

Isotope Dilution 

%Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

1802PFHxS 

88 

25-150 


08/10/17 15:32 

08/15/17 13.50 

1 

13C4PFOS 

88 

25-150 


08/10/17 15:32 

08/15/17 13:50 

1 

13C3-PFBS 

78 

25-150 


08/10/17 15 32 

08/15/17 13:50 

1 

Client Sample ID: DUP 




Lab Sample ID: 320-30423-2 

Date Collected: 08/03/17 09:55 





Matrix: 

Water 

Date Received: 03 04/17 09:40 







Method: 537 (modified: ■ Pert! 

uonnatecl Hydrccmuo; 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

p . .it .. • :j ' ici • r ~ • i ■ t 


1.6 

0.64 ng/L 

08/07/17 14:29 

08/10/17 05:47 

1 

v, ,.'T . i ,;<l J'":.. 


1.6 

0.60 ng/L 

08/07/17 14:29 

08/10/17 05:47 

1 


(!?! J 

1.6 

0.52 ng/L 

08/07/17 14:29 

08/10/17 05:47 

1 

Isotope Dilution 

%Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

13C4-PFHpA 

86 

25-150 


08/07/17 14 29 

08/10/17 05:47 

1 

13C4 PFOA 

90 

25-150 


08/07/17 14:29 

08/10/17 05:47 

1 

13C5 PFNA 

78 

25-150 


08/07/17 14 29 

08/10/17 05:47 

1 

13C3-PFBS 

84 

25-150 


08/07/17 14:29 

08/10/17 05:47 

1 

Method- 537 difift.-t.. ■ Perf : 

iiiorinatc;; HydrocarL j 

na - RF 





Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Pf ! iuorc-bi.;;.vv>3 Grantc a: a 

IT 

1.6 

0.75 ng/L 

08/10/17 15:32 

08/15/17 13:57 

1 

-Igoror; .-.saa. a:>r:;a ,» 


1.6 

0.71 ng/L 

08/10/17 15:32 

08/15/17 13:57 

1 

p r*l Xi?; 


1.6 

1.0 ng/L 

08/10/17 15:32 

08/15/17 13:57 

1 

Isotope Dilution 

/.Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

1802 PFHxS 

97 

25-150 


08/10/17 15:32 

08/15/17 13:57 

1 

13C4PFOS 

104 

25-150 


08/10/17 15:32 

08/15/17 13:57 

1 

13C3-PFBS 

91 

25-150 


08/10/17 15:32 

08/15/17 13 57 

1 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Isotope Dilution Summary 


TestAmerica Job ID: 320-30423-1 


(modified) - Perfiuorinatr .1 Hydro ■ borts 

Prep Ty 

Percent Isotope Dilution Recovery (Acceptance Limits) 




JC4-PFHp 

3C4 PFO i 

3C5 PFNr 

3C3-PFBI 

Lab Sample ID 

Client Sample ID 

(25-150) 

(25-150) 

(25-150) 

(25-150) 

320-30423-1 

Belter Tap 

77 

67 

36 

95 

320-30423-2 

DUP 

86 

90 

78 

84 

LCS 320-178144/2-A 

Lab Control Sample 

108 

106 

98 

91 

MB 320-178144/1-A 

Method Blank 

119 

115 

115 

103 


Surrogate Legend 

13C4-PFHpA = 13C4-PFHpA 
13C4 PFOA = 13C4 PFOA 
13C5 PFNA = 13C5 PFNA 
13C3-PFBS = 13C3-PFBS 



Method: 537 (modified) - Perfluorinated Hydrocarbons 

Matrix: Water 


Prep Type Total/d A 


Percent Isotope Dilution Recovery (Acceptance Limits) 




302 PFHx 

3C4 PFO! 

3C3-PFB! 

Lab Sample ID 

Client Sample ID 

(25-150) 

(25-150) 

(25-150) 

320-30423-1 - RE 

Belter Tap 

88 

88 

78 

320-30423-2 - RE 

DUP 

97 

104 

91 

LCS 320-178850/2-A 

Lab Control Sample 

106 

108 

93 

MB 320-178850/1-A 

Method Blank 

98 

102 

87 


Surrogate Legend 

1802 PFHxS = 1802 PFHxS 
13C4 PFOS = 13C4 PFOS 
13C3-PFBS = 13C3-PFBS 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


QC Sample Results 


ited Hydrocarbons 


TestAmerica Job ID: 320-30423-1 


Analyte 

Perfluoroheptanoic add (PFHpA) 
Perfluorooctanoic add (PFOA) 
Perfluorononanoic add (PFNA) 

Isotope Dilution 

13C4-PFHpA 
13C4 PFOA 
13C5PFNA 
13C3-PFBS 

La .. Sample ID DCS 320-' 
Matrix Water 
Analysis BatcIs 178742 

Analyte 

Perfluoroheptanoic add (PFHpA) 
Perfluorooctanoic acid (PFOA) 
Perfluorononanoic acid (PFNA) 

Isotope Dilution 

13C4-PFHpA 
13C4PFOA 
13C5 PFNA 
13C3-PFBS 

t.at) Sft".: . i:7 f.’B 32'. : 
Mat :*. V',7: 

Ex ■ ! ! ; . £ ; i': ; 95 ■' 


MB MB 

Result Qualifier 

ND 

155 J 
ND 

MB MB 

VoRecovery Qualifier 

119 

115 

115 

103 





prim Bat" ! 

RL 

MDL Unit 

D Prepared 

Analyzed 

2.0 

0.80 ng/L 

08/07/17 14:29 

08/10/17 03:22 

2 0 

0.75 ng/L 

08/07/17 14:29 

08/10/17 03:22 

2.0 

0.65 ng/L 

08/07/17 14:29 

08/10/17 03:22 




Limits 

25-150 
25-150 
25- 150 
25-150 


LCS LCS 


Added 

Result Qualifier 

Unit 

D %Rec 

40.0 

43.7 

ng/L 

109 

40.0 

38.4 

ng/L 

96 

40.0 

41.0 

ng/L 

103 


Prepared Analyzed Dil Fac 

08/07/17 14:29 08/10/17 03:22 1 

08/07/17 14.29 08/10/17 03:22 1 

08/07/17 14 29 08/10/17 03:22 1 

08/07/17 14:29 08/10/17 03:22 1 

t Sample ID: Lab Control Sample 
Prep Type: Total/NA 
Prep Batch ■ 178144 

%Rec. 

D %Rec Limits 

109 63 135 

96 63-141 

103 71 -140 


LCS LCS 

%Recovery Qualifier 

108 

106 

98 

91 

2850. I -A 


Limits 

25-150 

25-150 

25-150 

25-150 


Analyte 

Perfluorobutanesulfonic acid (PFBS) 
Perfluorohexanesulfonic acid (PFHxS) 
Perfluorooctanesulfonic acid (PFOS) 

Isotope Dilution 

1802 PFHxS 
13C4 PFOS 
13C3-PFBS 


MB MB 

Result Qualifier 

ND 

ND 

ND 

MB MB 

VoRecovery Qualifier 

98 

102 

87 





Client Samp! 

y ID: Method 

Blank 




f 

Yep Type. To 

tal/NA 





Prep Bateh; 1 

78850 

RL 

MDL 

Unit 

D Prepared 

Analyzed 

Dil Fac 

2.0 

0.92 

ng/L 

08/10/17 15:32 

08/15/17 11:18 

1 

2.0 

0.87 

ng/L 

08/10/17 15:32 

08/15/17 11:18 

1 

2.0 

1.3 

ng/L 

08/10/17 15:32 

08/15/17 11:18 

1 

Limits 



Prepared 

Analyzed 

Dil Fac 

25-150 



08/10/17 15:32 

08/15/17 11:18 

1 

25-150 



08/10/17 15:32 

08/15/17 11:18 

1 

25-150 



08/10/17 15:32 

08/15/17 11:18 

1 




A. Samp; : ID: ! 

f 

_ab Control S 

‘3ITI OH?; 1 ' 

ttill/N .$f 





p-p: Pi.-o o : 

i 7 3 3 5 0 


Analyte 

Perfluorobutanesulfonic acid 
(PFBS) 

Perfluorohexanesulfonic acid 
(PFHxS) 


Spike 

Added 

35.4 

LCS 

Result 

39.3 

LCS 

Qualifier 

Unit 

ng/L 

D %Rec 

111 

%Rec. 

Limits 

55-147 

36.4 

40.8 


ng/L 

112 

58-138 
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QC Sample Results 

Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Method: 537 ; odifs. cij - Perfluorinated HycJroca 


Analyte 

Perfluorooctanesulfonic acid 
(PFOS) 

Isotope Dilution 

1802 PFHxS 
13C4 PFOS 
13C3-PFBS 


LCS LCS 

%Recovery Qualifier 

106 

108 

93 


Spike 

Added 

37.1 


Limits 

25-150 
25-150 
25-150 


rbons (Continued) 


LCS LCS 

Result Qualifier Unit 

40.7 ng/L 
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TestAmerica Job ID: 320-30423-1 



%Rec. 

D %Rec Limits 

110 47-162 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


QC Association Summary 


TestAmerica Job ID: 320-30423-1 


Lab Sample ID 

320-30423-1 
320-30423-2 
MB 320-178144/1-A 
LCS 320-178144/2-A 


Lab Sample ID 

320-30423-1 
320-30423-2 
MB 320-178144/1-A 
LCS 320-178144/2-A 

Prep Batch 1 ?S;: 

Lab Sample ID 

320-30423-1 - RE 
320-30423-2 - RE 
MB 320-178850/1-A 
LCS 320-178850/2-A 

Aca!y sis Bate!': 1 

Lab Sample ID 

320-30423-1 - RE 
320-30423-2 - RE 
MB 320-178850/1-A 
LCS 320-178850/2-A 


Client Sample ID 

Belter Tap 
DUP 

Method Blank 
Lab Control Sample 


Client Sample ID 

Belter Tap 
DUP 

Method Blank 
Lab Control Sample 


Client Sample ID 

Belter Tap 
DUP 

Method Blank 
Lab Control Sample 


Prep Type 

Matrix 

Method Prep Batch 

T otal/NA 

Water 

3535 

Total/NA 

Water 

3535 

Total/NA 

Water 

3535 

Total/NA 

Water 

3535 


Prep Type 

Matrix 

Method 

Prep Batch 

Total/NA 

Water 

537 (modified) 

178144 

Total/NA 

Water 

537 (modified) 

178144 

Total/NA 

Water 

537 (modified) 

178144 

Total/NA 

Water 

537 (modified) 

178144 


Prep Type 

Matrix 

Method Prep Batch 

Total/NA 

Water 

3535 

Total/NA 

Water 

3535 

Total/NA 

Water 

3535 

Total/NA 

Water 

3535 



Client Sample ID 

Belter Tap 
DUP 

Method Blank 
Lab Control Sample 


Prep Type 

Matrix 

Method 

Prep Batch 

Total/NA 

Water 

537 (modified) 

178850 

Total/NA 

Water 

537 (modified) 

178850 

Total/NA 

Water 

537 (modified) 

178850 

Total/NA 

Water 

537 (modified) 

178850 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Lab Chronicle 


TestAmerica Job ID: 320-30423-1 





Batch 

Batch 

Prep Type 

Type 

Method 

Total/NA 

Prep 

3535 

T otal/NA 

Analysis 

537 (modified) 

Total/NA 

Prep 

3535 

Total/NA 

Analysis 

537 (modified) 


Client Sample ID: DUP 
Date Collected: 08/03/17 09 56 
Data Received 08'04/17 09:40 



Batch 

Batch 

Prep Type 

Type 

Method 

Total/NA 

Prep 

3535 

Total/NA 

Analysis 

537 (modified) 

Total/NA 

Prep 

3535 

Total/NA 

Analysis 

537 (modified) 



Dil 

Initial 

Final 

Run 

Factor 

Amount 

Amount 


1 

290.6 mL 

0.50 mL 

RE 

312.4 mL 

0.50 mL 

RE 

1 





Dil 

Initial 

Final 

Run 

Factor 

Amount 

Amount 


1 

312.3 mL 

0.50 mL 

RE 

307.8 mL 

0.50 mL 

RE 

1 




Batch 

Prepared 


Number 

or Analyzed 

Analyst Lab 

178144 

08/07/17 14:29 

JER TAL SAC 

178742 

08/10/17 05:40 

CBW TAL SAC 

178850 

08/10/17 15:32 

TWL TAL SAC 

179538 

08/15/17 13:50 

JRB TAL SAC 

L 

.ah Sample 

ID: 320-30423-2 



Matrix: Water 


Batch 

Prepared 



Number 

or Analyzed 

Analyst 

Lab 

178144 

08/07/17 14:29 

JER 

TAL SAC 

178742 

08/10/17 05:47 

CBW 

TAL SAC 

178850 

08/10/17 15:32 

TWL 

TAL SAC 

179538 

08/15/17 13:57 

JRB 

TAL SAC 



Laboratory References: 

TAL SAC = TestAmerica Sacramento, 880 Riverside Parkway, West Sacramento, CA 95605, TEL (916)373-5600 
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Accreditation/Certification Summary 


Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 

i a-'oratory: Test A m o ri o a Sacramento 


Authority 

Program 

Alaska (UST) 

State Program 

Arizona 

State Program 

Arkansas DEQ 

State Program 

California 

State Program 

Colorado 

State Program 

Connecticut 

State Program 

Florida 

NELAP 

Georgia 

State Program 

Hawaii 

State Program 

Illinois 

NELAP 

Kansas 

NELAP 

L-A-B 

DoD ELAP 

Louisiana 

NELAP 

Maine 

State Program 

Michigan 

State Program 

Nevada 

State Program 

New Hampshire 

NELAP 

New Jersey 

NELAP 

New York 

NELAP 

Oregon 

NELAP 

Pennsylvania 

NELAP 

Texas 

NELAP 

US Fish & Wildlife 

Federal 

USDA 

Federal 

USEPA UCMR 

Federal 

Utah 

NELAP 

Virginia 

NELAP 

Washington 

State Program 

West Virginia (DW) 

State Program 

Wyoming 

State Program 


TestAmerica Job ID: 320-30423-1 


EPA Region 

Identification Number 

Expiration Date 

10 

U ST-0 5 5 

12-18-17 

9 

AZ0708 

08-11-17 * 

6 

88-0691 

06-17-18 

9 

2897 

01-31-18 

8 

CA00044 

08-31-17 * 

1 

PH-0691 

06-30-19 

4 

E87570 

06-30-18 

4 

N/A 

01-29-18 

9 

N/A 

01-29-18 

5 

200060 

03-17-18 

7 

E-10375 

10-31-17 


L2468 

01-20-18 

6 

30612 

06-30-18 

1 

CA0004 

04-18-18 

5 

9947 

01-31-18 

9 

CA00044 

07-31-18 

1 

2997 

04-18-18 

2 

CA005 

06-30-18 

2 

11666 

04-01-18 

10 

4040 

01-28-18 

3 

68-01272 

03-31-18 

6 

T104704399 

05-31-18 


LE148388-0 

07-31-18 


P330-11-00436 

12-30-17 

1 

CA00044 

11-06-18 

8 

CA00044 

02-28-18 

3 

460278 

03-14-18 

10 

C581 

05-05-18 

3 

9930C 

12-31-17 

8 

. 8TMS-L 

01-29-17* 


* Accreditation/Certification renewal pending - accreditation/certification considered valid 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Method Summary 


TestAmerica Job ID: 320-30423-1 


Method Method Description 

537 (modified) Perfluorinated Hydrocarbons 

Protocol References: 

EPA = US Environmental Protection Agency 


Protocol 

EPA 


Laboratory References'. 

TAL SAC = TestAmerica Sacramento, 880 Riverside Parkway, West Sacramento, CA 95605, TEL (916)373-5600 


Laboratory 

TAL SAC 
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Client: ATC Group Services LLC 
Project/Site: VTANG Belter Farm 


Sample Summary 


TestAmerica Job ID: 320-30423-1 


Lab Sample ID 

320-30423-1 

320-30423-2 


Client Sample ID 

Belter Tap 
DUP 


Matrix 

Water 

Water 


Collected Received 

08/03/17 09:56 08/04/17 09:40 
08/03/17 09:56 08/04/17 09:40 
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Login Sample Receipt Checklist 


Client: ATC Group Services LLC 


Job Number: 320-30423-1 


Login Number: 30423 
List Number: 1 
Creator: Nelson, Kym D 

Question 

Radioactivity wasn't checked or is </= background as measured by a survey 
meter. 

The cooler's custody seal, if present, is intact. 

Sample custody seals, if present, are intact. 

The cooler or samples do not appear to have been compromised or 
tampered with. 

Samples were received on ice. 

Cooler Temperature is acceptable. 

Cooler Temperature is recorded. 

COC is present. 

COC is filled out in ink and legible. 

COC is filled out with all pertinent information. 

Is the Field Sampler's name present on COC? 

There are no discrepancies between the containers received and the COC. 
Samples are received within Holding Time (excluding tests with immediate 
HTs) 

Sample containers have legible labels. 

Containers are not broken or leaking. 

Sample collection date/times are provided. 

Appropriate sample containers are used. 

Sample bottles are completely filled. 

Sample Preservation Verified. 

There is sufficient vol. for all requested analyses, incl. any requested 
MS/MSDs 

Containers requiring zero headspace have no headspace or bubble is 
<6mm (1/4"). 

Multiphasic samples are not present. 

Samples do not require splitting or compositing 
Residual Chlorine Checked. 


Answer 

True 

True 

N/A 

True 

True 

True 

True 

True 

True 

True 

False 

True 

True 

True 

True 

True 

True 

True 

N/A 

True 

True 

True 

True 

N/A 


List Source: TestAmerica Sacramento 
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